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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live'' 
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DIMENSIONS FOR 

SHANKS OF PUNCHES AND CHISELS AND ITS 

CHUCK BUSHING FOR PNEUMATIC RIVET CUTTERS 



1. Scope — Covers the dimensions for shanks of punches and rivet cutting chisels and its chuck 
bushing; for use with pneumatic rivet cutters conforming to IS : 7978-1984 'Specification for pneumatic 
rivet cutters ( first revision y, 

2. Dimensions 

2.1 Siianks ofPuncties and Chisels — Shall be as shown in Fig. 1. 
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All dimensions In millimetres. 
FIG. 1 DIMENSIONS FOR SHANKS OF PUNCHES AND CHISELS 

2.2 Chucfi Bustlings ( Sleeves ) — Shall be as shown in Fig. 2. 
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UPPER SLEEVE 



LOWER SLEEVE 



AM dimensions in millimetres. 
FIG. 2 DIMENSIONS FOR CHUCK BUSHING 



Adopted 13 August 1987 



May 1988. BIS 



Gr 1 



BUREAU OF INDIAN STANDARDS 
MANAK BHAVAN, 9 BAHADUR SHAH ZAFAR MARG 
NEW DELHI 110002 



IS : 12158 - 1987 

EXPLANATORY NOTE 
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